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Abstract — The design, fabrication and performance of a simple phase shifter based upon truncated circular and square 
waveguides is presented. An emphasis is placed upon validation of simple analytical formulae that describe the propagation 
properties of the structure. A test device is prototyped at ~40GHz; however, the concepts explored can be directly extended to 
millimeter and submillimeter applications. 



